DOCKETED ITEMS     111

9005070135 Submits initial response to SALP rept dtd 900404.Licensee devoted sub-
stantial senior mgt attention & resources to improving facility performance & commit-
ted to continue efforts to attain high stds of safety & quality.

CREEL.G.C. Baltimore Gas & Electric Co. 90/04/19. MARTIN.T.T. Region 1, Ofc of
the Director. 4pp. 53745:059-53745:061.

9004260265 Ack receipt of 900410 Itr & payment of civil penalty in amount of $100,000
proposed by NRC 900306 Itr.

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 90/04/23. Baltimore Gas & Elec-
tric Co. 1p. 53615:329-53615:329.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9005040052 Forwards description of improvements in mgt of plant regulatory
commitments,per 900125 Itr & combined NRC Insp Repts 50-317/90-81 & 50-318/90-
81.W/oenc!repts.

CREEL.G.C. Baltimore Gas & Electric Co. 90/04/30. Document Control Branch (Doc-
ument Control Desk). 12pp. 53739:159-53739:170.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005070080 Application for amends to Licenses DPR-53 & DPR-69,revising Tech Spec
3/4 4.10 re structural integrity of ASME Code Class 1,2 & 3 components & insp of
reactor coolant pump flywheel.

CREEL.G.C. Baltimore Gas & Electric Co. 90/05/02. Document Control Branch (Doc-
ument Control Desk). 4pp. 53746:200-53746:207.

-9005070081 Proposed Tech Specs re RCS.
* Baltimore Gas & Electric Co. 90/05/02. 4pp. 53746:204-53746:207.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005090093 Responds to NRC 900404 Itr re violations noted in Insp Repts 50-317/90-
80 & 50-318/90-80.Corrective actions:Surveillance Test Procedure M-538-1 revised to
include verification of alarm function & alarm testing reviewed.
CREEL.G.C. Baltimore Gas & Electric Co. 90/05/04. Document Control Branch (Doc-
ument Control Desk). 3pp. 53774:210-53774:212.

9005160145 Informs of proposed 900620-21 workshop in King of Prussia.PA to promote
better understanding of NRC insp program.Proposed agenda & outline of sessions
encl.

KANE.W.F. Region 1, Ofc of the Director. 90/05/04. CREEL.G.C. Baltimore Gas &
Electric Co. 4pp. 53851:266-53851:269.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005140169 Forwards Changes 1-3 to Rev 0 to "Program Plan for Second Insp Interval
for Calvert Cliffs Nuclear Plant.Units 1 & 2." Plan revised to include volumetric & sur-
face exams of Class 2 piping welds in containment spray & shutdown cooling sys.
CREEL.G.C. Baltimore Gas & Electric Co. 90/05/10. Document Control Branch (Doc-
ument Control Desk). 2pp. 53816:226-53816:238.

-9005140170 Changes 1-3 to Rev 0 to "Program Plan for Second Insp Interval for Cal-
vert Cliffs Nuclear Plant,Units 1 & 2."
YORK.D. Baltimore Gas & Electric Co. 90/04/16.11pp. 53816:228-53816:238.

9005210210 Responds to SALP rept dtd 900404 covering util performance during
1989.Feedback mechanisms established to improve training & 10CFR50.59 screening
procedure & training revised.

CREEL.G.C. Baltimore Gas & Electric Co. 90/05/14. Document Control Branch (Doc-
ument Control Desk). 6pp. 53873:225-53873:230.

9005210217 Responds to NRC 900409 Itr re violations noted in Insp Repts 50-317/90-
01 & 50-318/90-01.Corrective actions:detailed & specific directions for radiography will
be incorporated in radiography procedures within NDE program.
CREEL.G.C. Baltimore Gas & Electric Co. 90/05/15. Document Control Branch (Doc-
ument Control Desk). 7pp. 53874:031-53874:036.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York. Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9005070100 Forwards update of Tables 1C,2A,2B,3A & Page 7 of semiannual effluent
release rept for second half of 1989 & Table 3A for second half of 1988 & first half of
1989.Update includes strontium results for fourth quarter for gaseous releases.
CREEL,G.C. Baltimore Gas & Electric Co. 90/04/30. Document Control Branch (Doc-
ument Control Desk). 2pp. 53745:209-53745:218.

-9005070104 Updated Tables 1C,2A,2B,3A & Page 7 of semiannual effluent release re-
lease rept for second half of 1989.

*  Baltimore Gas & Electric Co. 89/12/31. 6pp. 53745:211-53745:216.

-9005070110 Updated Table 3A for effluent & waste disposal semiannual rept for
second half of 1988 re solid waste & irradiated fuel shipments.

*  Baltimore Gas & Electric Co. 88/12/31. 1p. 53745:217-53745:217.

-9005070114 Updated Table 3A, "Solid Waste & Irradiated Fuel Shipments" to effluent
& waste disposal semiannual rept for first half of 1989.

*  Baltimore Gas & Electric Co. 89/06/30. 1p. 53745:218-53745:218.

9005210242 Monthly operating repts for Apr 1990 for Calvert Cliffs Nuclear Power
Plant.W/900511 Itr.

BEHNKE.C., DENTON.R.E. Baltimore Gas & Electric Co. 90/04/30. 12pp. 53873:183-
53873:194.

S. Reportable occurrences, LERs & related correspondence

9004230406 Special repton 900330,meteorological info data acquisition sys out of
svc.Cause unknown.Modems linking meteorological tower to control room examined
as possible source of problem.Work will continue until problem resolved.
DENTON.R.E. Baltimore Gas & Electric Co. 90/04/12, Document Control Branch
(Document Control Desk). 2pp. 53565:122-53565:123.

9005240193 Special repton 900330,meteorological info data acquisition sys found out
of svc.No cause of malfunction identified. Channel declared operable on 900418.
DENTON.R.E. Baltimore Gas & Electric Co. 90/05/15. Document Control Branch
(Document Control Desk). 3pp. 53908:018-53908:020.

Y. Dry Cask Independent Spent Fuel Storage Installations

9005110281 Summary of 900416 meeting w/State of MD & Science Applications Intl
Corp re petition of State of MD for leave to intervene concerning util license applica-
tion for ISFSI under Part 72 at plants.

STURZ.F. Fuel Cycle Safety Branch. 90/04/23. HAUGHNEY.CJ. Fuel Cycle Safety
Branch. 3pp. 53812:213-53812:215.

DOCKET 50-320 THREE MILE ISLAND NUCLEAR STATION, UNIT 2

F. Security, medical, emergency & fire protection plans

9005010176 Rev 3 to 100-PLN-1300.01, "GPU Nuclear Corp Emergency Plan for TMI &
Oyster Creek Nuclear Stations."

CLARK.P.R. General Public Utilities Corp. - GPU Service Corp. 90/03/30. 325pp.
53677:278-53678:242.

9005010287 Forwards errata to 900410 Rev 3 to corporate emergency plan, consisting
of revised Page E10A-9.

FIEDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 90/04/25. Document
Control Branch (Document Control Desk). 1p. 53659:085-53659:087.

-9005010291 Corrected Rev 3 to Corporate Emergency Plan 1000-PLN-1300.01.

*   General Public Utilities Corp. - GPU Service Corp. 90/04/25.  1p. 53659:086-
53659:087.

9005010137 Revised EPIPs.including Revs 3 to 9471-IMP-1300.01, 9471-IMP-
1300.02,9471-IMP-1300.03 & 9471-ADM-1300.01,Revs 5 to 9471-IMP-1300.04,9471-
IMP-1300.06 & 9471-IMP.1300.36 & Revs 2 to 9471-ADM-1300.36 & 9471 -IMP-
1300.01.

BROWN.M.L., BEAVER.J.R. General Public Utilities Corp. - GPU Service Corp. 90/04/
26. 293pp. 53607:191-53608:123.

9005100107 Corrected Page 4.0 to Rev 3 to EPIP 9471-IMP-1300,01, "Emergency Clas-
sification & Basis."

*   General Public Utilities Corp. - GPU Service Corp. 90/05/10. 2pp. 53793:146-
53793:147.

HL General correspondence

9004260181 Forwards rept for 900318-24 re citizens monitoring network. No unusual
occurrences recorded.

BAKER.D.M. Three Mile Island Citizen's Monitoring Network. 90/04/03. PASCIAK.W.
Region 1, Ofc of the Director. 5pp. 53615:302-53615:307.

9004260048 Forwards Citizen Monitoring Network rept for period 900325- 31.No unusal
amounts recorded during period.On 900330,util scrammed Unit 1 in attempt to dis-
lodge mineral deposits on steam generator tubes.

BAKER.D.M. Three Mile Island Citizen's Monitoring Network. 90/04/05. PASCIAK.W.
Region 1, Ofc of the Director. 3pp. 53614:173-53614:175.Ofc of the Director. 90/04/04. CREEL.G.C. Baltimore Gas &
